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UNCLASSIFIED 

PAGE 01 STATE 068660 
ORIGIN HEW-06 

INFO OCT-OI NEA-IO ISO-00 OES-06 /023 R 

DRAFTED BY DHEW/OIH/RNEVANS:TIY 
APPROVED BY OES/APT/BMPAVJWALSH III 
-NEA/EGY:KHONAN(INFO) 

NE/ME/E:BPORTER(INFO) 

OES/APT/BMP:ACHAPMAN(INFO) 

282301Z 015219/62 

O 282227Z MAR 77 

FM SECSTATE WASHDC 

TO AMEMBASSY CAIRO IMMEDIATE 

UNCLAS STATE 068660 

E.O. 11652: N/A 

TAGS: TPHY, TBIO, OSCI, EG 

SUBJECT: U.S-EGYPT JOINT WORKING GROUP ON MEDICAL 
COOPERATION MEETING 

REE: CAIRO 04089 DATED MARCH -0, 1977 

PASS: DR. IBRAHIM BADRAN, MINISTER OE HEALTH 

WE HAVE SELECTED JUNE 27-30 AS THE DATES FOR THE NEXT 
U.S.-EGYPT JOINT WORKING GROUP MEETING TO BE CONDUCTED IN 
THE U.S. 
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